Farbfernseher 

Colour TV 
Televisore a colon 

Schaltbild ■ Schematic - Schema 


Chassis 100-30 
Stereo-Decoder 
Bedienteil SP 45 + SP 55 
SQ 25*) 

7 665 . . . 


CTV 7053 SP 45 Stereo Color 

Mauritius SP 55 Stereo Color 

FS 871 

*) ftir SQ 25 siehe separate 

Locarno SP 45 Stereo Color 

Mantua SP 55 Stereo Color 

FS 874 

Schrlft 

Barbados SP 45 Stereo Color 

CTV 5653 SP 55 Stereo Color 

FS 898 

for SO 25 refer to separate 

Caracas SP 45 Stereo Color 

Korsika SP 55 Stereo Color 

FS 917 

service manual 

Rio SP 45 Stereo Color 

Madagaskar SP 55 Stereo Color 

FS 931 

per II SQ 25 vedi 

Venezia SP 45 Stereo Color 

Monza SQ 25 Stereo Color 

FS 932 

istruzioni separate 

Toledo SP 45 Stereo Color 

Valencia SP 45 Stereo Color 

Columbia SO 25 VT Stereo Color 

FS 934 
FV932 

Valencia SP 45 VT Stereo Color 

t 

FV 936 
FV937 



Abnehmen der Riickwand 
Removal of Rear Panel 
Smontaggio dello schienale 
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Diese Cerate Iragen das VDE-Zeichen 
jund erfoilen daher die einschiagigen 
^DE Beslimmungen. Dm die SIcherheit 
^der Cerate zu erhalten, mOssen die mit el- 
nem solchen Symbol in den Kundendienst- 
Unterlagen gekennzelchneten Bauele- 
mente durch Originaltelle ersetzt werden. 
Wichtig ist auch, daS Bauelemente 
in gleicher Lage wieder eingesetzt 
werden. 

Achtung! Nach optimalen Elnstellungen 
Im BlldrOhrenwerK bllden BlldrOhre und 
Ablenksystem eine festverbundene Eln- 
heit. 

Es erlischt die BlldrOhren-Carantle. wenn 

• die Lage des Ablenksystems Oder der 
Korrekturmagnete verandert wird. 

• Befestigungsmuttern Oder Versiege- 
lungen gelOst werden. 



These sets are provided with the VDE 
sign, thus fulfilling the VDE regulations. In 
order to maintain the safety of the sets, 
the components marked with a suchlike 
symbol In the service manuals must be re¬ 
placed by original parts. 

It is also Important that 
components are placed 
In the same position. 


Note! After optimum adjustments In the 
picture tube factory, picture tube and de¬ 
flection yoke represent a firmly connec¬ 
ted unit. 

Picture tube warranty is expiring In case 

• the position of the deflection yoke or 
the correction magnets is changed. 

• mounting nuts or sealings are loose¬ 
ned. 



Cli apparecchi sono contrassegnati con II 
marchio VDE e quindl corrispondono a 
queste norme. Per garantire la sicurezza 
degll apparecchi. I componenti contras¬ 
segnati con il simbolo riportato a destra e 
rilevabile dalle istruzioni di manutenzlo- 
ne. devono essere sostitulti con compo¬ 
nenti originall. 

E'importante che I componenti 
vengano Inseriti di nuovo nella loro/ 
posizlone originale. 




Attenzione: Dopo la regolazlone ottimale 
effettuata In sede dl fabbricazlone il ci- 
nescoplo ed II glogo dl deflessione forma- 
no un sistema unico. E' quindl vietato: 


• spostare I componenti I post! sul collo 
del cinescoplo. 

• allentare le viti di tali componenti. 


Achtung! 

Unter der Chassis-Platle, 
dort wo das Netzkabel eingesteckt ist, 
steht auch dann Netzspannung. 
wenn der Ein/Ausschalter 
ausgeschallet ist. 


Attention! 

Beiow the chassis board, 
where the mains cable Is plugged In, 
mains voltage is also present 
when the On/Off switch 
Is in „off" position. 


Attenzione! 

Sotio la piastra del telaio net 
punto in cul e Inserito II cavo 
d'allmentazione si Irova sempre 
sotto tensione anche quando 
e'spento I'interrutlore dl rete. 


Gedruckt in der Bundesrepuhlik Deutschland 
bet Druckhaus GetxOder Gerstenberg 


Anderurtgen vorbehallen 
Modifications reserved 
Con rlserva dl modifiche 


6 085 264013 
Ausgabe 546 





Service Einstellungen 

Die Service-Einstellungen nur am betrietowar- 
men Gerflt vornehmen. 

Elnatellung Spannung U 1 
U 1 s + 140 V 

Sender empfangen. Kontraat und HellloKeit auf 
Minimum einstellen. ROhrenvoltmeter an Me&> 
punk! 401 und Masse. MIt R444 Spannung ein- 
steiien. 


Service Adjustments 

The service adjustments may be carried out at a 
set warmed up to normal operating temperature 
only. 

Adjustment voltage U 1 
U 1 = + 140 V 

Receive transmitter. Set contrast and bright¬ 
ness to minimum. VTM to measuring point 401 
and ground. With R 444 adjust voltage. 


Regolazioni di servizio 

Le regolazioni dl servizio possono essere 
effettuato solo ad apparecchio caldo. 

Regotazione della tensione U 1 
U 1 s -t- 140 V 

Ricevere un'emittente. Contrasto e luminosita 
al minimo. Voltmetro elettronico tra massa ed il 
punto dl misura 401. Tarare con R 444. 


Verlikaltrequenz 
V 540 1 Pin 9 an Masse 
Frequertzzdhler an ^&punkt 554 
f = 45 Hz mlt R 562 einstellen. 
KurzschluS aufheben. 


Vertical lrequer>cy 
V 540 / pin 9 to ground 
Frequency counter at test point 554. 
Set to r s: 45 Hz with R 562. 

Remove short-circuit. 


Frequenza verticals 
Pin 9 / V 540 a massa. 
Frequenzimetro ai punto di 
f = 45 Hz da regoiarsi con 
Eliminare corto circulto. 


l~rr) 

misura 554. 
R 562. 


Hortzontalfrequeru ^^2 

Signal empfangen. 

V 540 / Pin 12 an Masse 
Frequenzzdhler an Pin 4 
f s 15625 Hz mlt R 540 einstellen. 
KurzschiuB aufheben. 


Horizontal frequency 
Receive signal 
V 540 /pin 12 to ground 
Frequency counter at pin 4. 

Set to f s 15.625 Hz with R 540. 
Remove short-circuit. 


Frequenza orizzontale 


Ricevere un’emittente. 

Pin 12 / V 540 a massa. 
Frequenzimetro coliegato al Pin 4. 
Con R 540 regolare per f = 15625 Hz, 
Eliminare corto circuito. 


Ost-West-Entzerrung Ftvl 

Mil R 692 *—* 

vertikale Gitterlinien 
links und rechts am Bildrand 
auf mOglichst 

geradllnlgen Verlauf einstellen. 


East-West distortion correction 
Use R 692 


[Tvj 


to set vertical grid lines 

at the right and left picture edge 

to the straightest course possible. 


Correzione est-ovest 
Con R 692 

regolare le iinee verticaii 
per la minima 
distorsione. 


Vartikal* Llnaartlit [g] 

Gittertestbild einspeisen. 

Mil R 570 KAstchen am oberen 

urKf unteren Bildrar>d 

auf gleiche HOhe einstellen. 


Vertical linearity 
Feed In grid pattern. 

Use R 570 to adjust the squares 
at the upper and lower picture edge 
to the same height. 


Linearity verticals 


Fornire un segnale a reticolo. 

Con R 570 regolare per la medesima 
ampiezza della parte superiore 
e inferlore deirimmagine. 


Fofgende Einstellungen werden 
am Bedienteil vorgenommen. 

BlldhOhe 

Blldlage vertikal 

Bildbrelte |tv| 

Blldlage horizontal plv l 


Das Gerdt muB dazu 
folgenderma&en umgeschaltet werden. 
^ Gerdt mit EinVAusschalter 
ausschalten. 

— Taste ME soldnge gedrockt halten 
bis mit Ein-/Ausschaiter, 

Gerdt wieder eingeschaltet ist 
und die Arueige erscheint. 


tv 

Taste O Iturz drocken 
und dann mlt Taste 
BildhOhe verkleinem 
Oder mit Taste ~ • 
BildhOhe vergrOBedi 
Danach ME druck^. 


Taste X kurz drOcken 
und dann mit Taste -f 
Bild nach oben 
Oder mit Taste — 

Bild nach unten verschieben. 
Danach ME drocken. 


Taste kurz drockeh 

und dann mit Taste * 
Bildbrelte verringern 
Oder mit Taste ~ 

Bildbrelte vergrOBern 
Danach ME drocken. 

Taste kurz drOcken 

und dann mit Taste * 

Bild nach links 
Oder mit Taste ^ 

Bild nach rechts verschieben. 
Danach ME drocken. 


V 


Achtungi Bitte nicht vergessen, 
auf rtormale Fernbedlenbarkeit 
zurOckzuschalten. 

Das geschieht durch 
ein einmaliges Ausschalten 
des Gerdtes mit 
dem Ein-ZAusschalter. 


The following adjustments are made 
at the control unit. 

Picture height 

Vertical centering 

Picture width 

Horizontal centering 


For this purpose the set must be 
switched over as follows. 

— Switch the set off by pressing 
the On/off switch. 

— Keep the ME button pressed while 
pressing the On/off switch again. 

display reappears. 


Press the O button shortly 
and reduce picture height 
by pressing the -f button, 
or enlarge picture height 
by pressing the - button. 
Afterwards press ME. 


Press the button shortly 
and move picture upwards 
by pressing the -f button, 
or move picture downwards 
by pressing the — button. 
Afterwards press ME. 

Press the ^ button shortly 
and reduce picture width 
by pressing the -f button, 
or enlarge picture width 
by pressing the ~ button. 
Afterwards press ME. 


Press thebutlon shortly 
and move the picture to the left 
by pressing the button, 
or move the picture to the right 
by pressing the - button. 
Afterwards press ME. 


Attention! Please do not forget 
to switch back to normal 
remote control mode. 

This is achieved 
by switching the unit off once 
by pressing the On/off switch. 


Le seguenti regolaziorte vengorK) effettuate 
sulla sezione di comando deH’apparecchio. 

Ampiezza verticale 

Posizione verticale ' ^ 

Ampiezza orizzontale |iv| 

Posizione orizzontale 

Per effettuare quests regolazioni 
I'apparecchio deve essere commutato 
come descritto in segulto 

— Spegnere I'apparecchio con 
i'interruttore di rete. 

— Premere il tasto ME e dl nuovo 
I'interruttore di accensione 
contemporaneamente sirx> a quando 
compare I'indicatore. 


Premere brevemente il tasto O 
ed Indl rimpicciolire i'immagine 
con il tasto + oppure 
ampllarla con II tastb —. 

Ouindi inserire ME 

r I'V ' 

Premere brevemente il tasto X 
ed irHji con il tasto -f spostare 
I'immagine verso I'alto oppure 
con il lasto — verso II basso. 
Ouindi inserire ME. 


Premere brevemente il tasto O 
ed indi con il tasto -f 
diminuire I'ampiezza orizzontale 
oppure ampliaria con II tasto 
Ouindi inserire ME. 

13 

Premere brevemente 11 tasto 

ed Indl spostare I'immagine con il tasto -f 

verso sinistra oppure 

con ii tasto — verso destra. 

Ouindi Inserire ME. 

Attenzione! Si prega non dimenticare 
di commutare di nuovo I'apparecchio 
su pilotaggio normals. 

Ouesto awiene spegnendo e riaccendendo 
di nuovo I'apparecchio con 
i'interruttore di rete. 



trvizio 


Lag« der Einstellpunkte 
Position of Adjustment Points 
Posizione dei regoiatori 


possono essere 
ioca<do. 


II 


Mto • luminosiia 
ko lf« massa ed H 
Wn R444. 


s 

||l•ur•S64. 

tse2. 




Pin 4. 
ISA25HX. 





K «Htt1ual4 

. paracchlo. 


loni 

mmutato 



) 4 quan<k> 


0 

It 


M 

rt 
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m 11 laato + 


•nlicare 

irtcchto 

flacctndeodo 




ZeichenerkISrung 

Symbols 

Splegazione dei simboli 


SicherhBitsBauelement 

(muB durch Originalteil ersetzt warden) 

Achtung! \Nichtfg ist auch, 

daB Bauelemente 

in gleicher Lage 

wledar eingesetzt warden. 

Security component 

(must be replaced by original part) 

It also Important that components 
are placed In the same position. 
Componenti di sicurezza 
(devono essere sostituiti tipi originali) 
E'Importante che i componenti 
y/engano inseriti di nuovo nella 
loro posizione originate. 


MOS! 

Hochemp/indliches Bauteil. 

Bitte einschiagige Behandlungsvorschriften 
beachten. 

Highly sensitive component! 

Please observe appropriate handling 
instructions. 

Componente MOS dl estrema sensibilita! 

SI prega di prestare attenzione alle relative 
prescrizione sut trattamento. 




*>» 



HF-ZF-Modul 
RF-IF Modul 
Modulo AF-MF 


«r«y'A0 puit» 


Chassis-Platte 
Chassis Board 
Piasfra chassis 







































































































































































•tTflM* 




Videotext-Modul 
Teletext Modul 
Modulo teievideo 
(Nac^uMsstt) 
(SwppNRfwntwy MO 
(K<f suoptonwitarei 


Herif •Abttnkwn^/Horty 
Me«tf 

D«tw«4Mn« MOf /Osc •r>ti 


V540 

TDA 2595 »Awtiint 


vr^ 


A. 




O'* Sfionnung^n on tf«n IC'i ffiehtwtrtt g»m^*s»r\ b*t rwmoltm f0rns*ht>*ffi»6 St* kof*r*n nocti oA*n oOtr unMt Jiina 
The gt¥*n ¥eltog*s at the ICs pint are values Th*y ere measureC Paring normal operation et the TV so* ^hef irOy 

Le lenstofu sui CI corrtsponpono O velofi effeihv Husurafi <on epporeechio in normo/e tuneionamenfe Sono pessibtfi 









































Secam Modul / Moduk) Secam 


A«-«—1. -«_t- -i» 

AOiafiKaifwfan 

Deflection Yoke 
Unite deflessione 


S«fri«u>- 


ntzerrer-Platle 
Pm-cubhion Correction Board 
Piastra equali 22 atora 




Signal-Modul 
Modulo segnali 


ruMMtfl 

tamvnt^k^ 
















Chassis-Platte 
Chassis Board 
Piastra chassis 


Wlto HytKom ■tlllMMi 


















A56-701X 

A67-701X 

Videocolor/ITT 


S60nB22 
670C2B22 TC04 

Toshita 

A 

A66 7S10 

Toshiba 

O 

A66EAf 00X01 

ITT 

• 

A66EAK 00X01 

Vatvo 

□ 

A66EAS 00X01 

Videocolor 




































































































































Bedienteil SP 45 
Control Unit 
Sezione di comando 


Mikroprozessor / Speicher / Anzelgesteuerung 
W 1000 Microprocessor / Memory / Channel display 

Microprocessors / Memorla / Comando del canall 



Em/Aut 

On/OH 


Anzeige-Platte 
Display Board 
Piastra indicatore 


W 1000 Hybrom lutmHi 


Bedienteil 
Control Unit 
Sezione di comando 


SItrfo-Otcoder-Modiil 
'4oduto dscober uarde 


fii^ 







Bedienteil SP 45 
Control Unit 
Sezione di comando 


Mikroprozessor / Speicher / Anzelgesteuerung 
W 1000 Microprocessor / Memory / Channel display 

Microprocessors / Memorla / Comando del canall 



Em/Aut 

On/OH 


Anzeige-Platte 
Display Board 
Piastra indicatore 


W 1000 Hybrom lutmHi 


Bedienteil 
Control Unit 
Sezione di comando 


SItrfo-Otcoder-Modiil 
'4oduto dscober uarde 


fii^ 







stereo-Decoder-Modul 


Modulo decoder stereo 




















W1$9S 

Hybrom 
Mil mw 
MOS' 

&tt(M MUA4 e- 
























































































